
Vivitar 

We make it easy™ 

IR780 


Another Great 
Vivitar Product! 
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Generation 

1 

Magnification 

2.4 

Field of View 26 B 

Lens Aperture 

56mm 

Dyoptic Correction 

+1-4 

Power Source 

2 AAA Batteries 

Weight 

18 ounces (0.50 kg) 

Dimensions 

4.1x6x3 inches (106x151 x 74mm) 

Sku 

59938 

UPC Code 

019643-59938-3 

Specifications subject to change without notice © 2001 Vivitar Corporation 


PRELIMINARY 


Features: 

Waterproof Body, Even Floats 
On Water 

Automatic Brightness Control 

Built-in l/R Illuminator Allows 
Observation in Total Darkness 

• Nitrogen Filled to Prevent Fogging 

I ncl udes Carryi ng Case & Strap 

Ideal For Hikers, Hunters & 
Birdwatchers 


N 

GHT V 

S 

ON SCOPES 


VIVITAR Corporation 
1280 Rancho Conejo Blvd. 
Newbury Park, CA 91320 
^ (805)498-7008 


